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m, €L) DC GENERATOR INOP AFTER SECOND AIRSTART. CORRECTIVE 
ACTIONS RESET FIELD CIRCUIT BREAKER, THOROUGHLY CHECKED GEN FOR - 
PROPER OUTPUT. 
*, ENG FLAMED OUT TWICE. CORRECTIVE ACTION: REPLACED FUEL 
CONTROL, ACFT TO BE TEST FLOWN TO MAX ALT. _ 
ENGINE FLAMED OUT TWICE IN THE CLINB TO PLUS 2a. DETAILS 
AS FOLLOWS: CONDITIONS FOR BOTH ARE THE SAME. 
ci) ENG NBR P619399 


€2)  EGT 625 (€2ND 615 DROPPED TO 6@@ JUST PRIOR FLAMEQUT) 


25X1A (39 alt [| PLus 18 
25X1A (4) RELIGHT ALT [| MINUS 15 


£9) CAUSE FUEL CONTROL, NO OTHER INDICATIONS. 
END OF MESS4GE 
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